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Boston Drug Laboratory 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 



Amherst Hours 

9:00 - 12:00 
1 : 00 - 3:00 



















PLEASE PRINT CLEARLY O R TYP E ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Hitman Services 
Department of Public Health 


Boston Drug Laboratory 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fax (617) 983-662S 


Fax (413) 545-2608 

Boston Hours 


Amherst Hours 

8:00-11:00 

DRUG RECEIPT 

9 : 00 - 12:00 

2 : 00 - 4:00 


1 : 00 - 3:00 


City or Department: j~IDUC; Mp/i -I) _Police Reference No.: 

Name and Rank of Submitting Officer: ^ 


Defendant(s) Name (last, first, initial): 


To be completed by Submitter 


To be completed by Lab Personnel 
















PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 



RESULTS__ 

MS 

OPERATOR_ 

DATE 

Revised 7/2005 

Folk_OIG_PRR_077043 











# samples tested: 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

\^. c vUTl 


u.^xm 

26 




2 



\3 . 

27 




3 




28 




4 




29 




5 




30 




6 




31 


* 


7 




32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 


. 


40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 




Calculations: 

23.<-\'OA% 
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PHYSICAL DESCRIPTION: 


Gross Wt { ): 


\S i V 

■ f> ' , ' v *^C 



Gross Wt ( ): 

Pkg. Wt: 





GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR _ 

DATE __ 

Revised 7/2005 

Folk_OIG_PRR 077045 







No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt { ): 

\ 0v0. x \\0^3 

C. 0<X\ •VX'SoVG'T 

Gross Wt ( ): 


Pkg. Wt: 



Net Wt: Q.^^\ 


C U~“^> 




Mecke's 



PRELIMINARY TEST RESULTS 


RESULTS 



DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE _ 

Revised 7/2005 

Folk_OIG_PRR_077046 









DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST fiO? 


Evidence Wt 


PHYSICAL DESCRIPTION: 

Y?lc*x. co-S^cS -VcCiU. v 
\<N V 9C 


\.C\S» e\ 


oxu^oc'-° p ) 



Gross Wt { ):_ 

Gross Wt ( }:__ 

Pkg. Wt:__ 

Net Wt: M • 



PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalHne Tests 
Gold 

Chloride_ 

TLTAj_]_ 

OTHER TESTS 

3 ^ 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS__ 

DATE t p - o 

DATE 


RESULTS 

MS 

OPERATOR 


Revised 7/2005 

Folk_OIG_PRR_077047 











MICROMEDEX® Healthcare Series: POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose {Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&G Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container* 

Sizes; 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Quafitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination {Excluding Combination Products with 

Acetaminophen or Acetylsalicyiic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side, 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved, 


- -i-- ■ « 


Folk_01G_PRR_077048 



M1CR0MEDEX® Healthcare Series: POISINDEX© Document 


Page 1 ofl 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule If 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Com 

FO&C Blue No, 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystailine 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 


Available-Container- 

Sizes: 


Bottle of 100; 10X10 

Contact: Actavis Totowa 
6527175 


Product ID 
AAPCC Code 


037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006, 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 


■© 1974- 2011 Thomson Reuters. All rights reserved. 
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MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


FOIStNDEX® Product List 


Oxycodone Hydrochloride 


Reguiatory-Siatus; Schedule II 

Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystallfne 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability; United States 
Avaiiable-Container-Size: Bottle of 100 

Contact; Covidien MaHinckrodi 
Product ID: 6594281 

AAPCC Coder 037705 - Oxycodone Alone or in Combination {Excluding Combination Products with 
Acetaminophen or Acetylsaiicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color; Light Blue 
Shape: Circle 


© 1974- 2011 Thomson Reuters. AN rights reserved. 


Folk OIG_PRR_077050 





Page 1 of2 


Drug Information 


DRUG NAME: HYDROCODONE BITARTRATE AND ACETAMINOPHEN 

INGREDIENTS; HYDROCODONE BITARTRATE - 10 MG 
ACETAMINOPHEN - 325 MG 





Color: Light Yellow 

Shape: Capsule-shape 

Imprint: 3soi This tablet is debossed 
"3601" on one side and "V" on the 
reversed side., v 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
180 , Bottle of 100 , Bottle of 60 , Bottle 
of 500 , Bottle of 1000 , Bottle of 
120, Bottle of 90 

AAPCC Code: 201063 - 
Acetaminophen with Hydrocodone 


NDC: 00603-3887-21 
00603-3887-20 
00603-3887-28 
00603-3887-32 
00603-3887-02 

Excipients: Croscarmellose 
Sodium ; Crospovidone ; D&C Yellow No. 
10 Lake; Magnesium Stearate; Cellulose, 
Microcrystalline ; Povidone; Pregelatinized 
Corn Starch ; Stearic Acid; Silicon 
Dioxide, Colloidal 

Regulatory Status: Schedule III 

Availability: United States 

Product ID 6343167 

Contact: Qualitest Pharmaceuticals 


http://mvw.thomsotihc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 6/19/2012 

Folk_OIG_PRR 077051 




Page 2 of 2 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 6/19/2012 
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Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10J28_10\751376.D 

ASD 

29 Oct 2010 2:07 

BLANK 
ASD 
2 

DRUGS 

RTE 


TfC T 75T376.D 


Abundance 
! 1500 

i ! 

; 1000 : 

I 500 i 


0 r •*' . ) . 1 " ill . '....: - . : .. , ,.r-.. , .r ■ , -- • 

;Ttme-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.(50 7.50 8.00 8.50 9.00 9.50 





Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


751376.D Wed Jun 20 13:11:48 2012 Page 1 


Folk OIG PRR 077053 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\10 28 10\751377.D 

Operator 

ASD 

Date Acquired 

29 Oct 2010 2:20 

Sample Name 

COCAINE STD 

Submitted by 

ASD 

Vial Number 

77 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TfCT: 7513777D i 

1000000 j 

800000: 

600000, 

| 400000! 

200000! 

: O' , , ... , , 

Time-> 2.00 2.50 3.00 

4j 74 

3 

i i 

i ! 

\ i 

i 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8,50 9.00 9.50 j 


Ret. Time 

Area 

Area % 

Ratio % 

4.740 

1180152 

100.00 

100.00 


751377.D Wed Jun 20 13:11:53 2012 


Page 1 


Folk OIG PRR 077054 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\751377.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 2:20 

Sample Name : COCAINE STD 

Submitted by : ASD 

Vial Number : 77 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NISTS8.L 

PK# RT Library/ID 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\751378.D 

ASD 

29 Oct 2010 2:34 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 751378.D 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751378.D Wed Jun 20 13:11:59 2012 


Page 1 


Folk OIG PRR 077056 














Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\10 

ASD 

29 Oct 2010 2:48 


ASD 

79 

DRUGS 

RTE 


28 10\751379.D 


Abundance 


i 

1500000 ! 


Trcv751379.0 

4j74 

i 

] 


i 


1000000 : 


500000^ 

3.97 

i 

I 


;Time~> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.66 7^50 8.00 ' 8.50 9.00 ' 9.50' ' ' j 

Ret. Time 

Area 

Area % 

Ratio % 

3.968 

406792 

19.78 

24.66 

4.740 

1649751 

80.22 

100.00 


751379.D Wed Jun 20 13:12:04 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\l0_28_10\751379.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 2:48 

Sample Name : 

Submitted by : ASD 

Vial Number : 79 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.97 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance' 


Average of 3.941 id 4.084 min.: 751 37 'SlD {-) 
1^8 


80! 


60 J 


40 


20 ; 


204 


73 


101 


121 



51 ! i 

89 

\ J 

i \ 


63 : 


1 !! 

! i 

i j 42| 

Oh. 

iLL.,l,j .jliiJisi 

i j 

11: j Li 09 .. 


rn/z--> 40 

50 60 70 80 

90 

i6o no 

120 130 140 


176 

68 j. 




281 


Abundance 


80 j 


#1 26360: fniidazo[2“ 1 -b]lhiazd!e, 2,3,5,6 -le trah y drd-"6 : pli eny I - 
148 2 ? 4 


60 i - 


40; 


20 


101 


73 


127 


51 63 


89 


0 , - 


'.•/Vi® 1 . :|i.. 


176 


i: 156 


186 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 260 210 220 230 240 250 260 2?0 280 j 

751379.D Wed Jun 20 13:12:04 2012 Page 2 


Folk OIG PRR 077058 





















Area Percent / Library Search Report 


Information from Data File: 
File Name : 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4 -2010\SYSTEM4\10_28__10\7513 79 . D 
ASD 

29 Oct 2010 2:48 


ASD 

79 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJT0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.74 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


m 


82 


Average of “4.713 to 4.856 min.:75T379.D (-) 
182 


60; 


40: 


! 42 
20 ; , 


51 


m/z~> ° 40 50 60 70 ’tfO 90 100~l1o' lid 130 140 15CM60 170 1^0 190 200 21 o’ 220 2^0 240 250 260 270 280 290 300 


94 


67 


105 

j 


122 


!-. 44-j s ; v-U li • : V 1-* 


135144 152 166 


198 


I 207 223 242 253 


272 


303 


281289 


Abundance 


80^ 


82 


#29: COCAINE 


182 


60; 

40 j 

20i 42 


94 


105 


51 


68 


122 


km,;. 1 

.-V4-I »rir;'i■» -rj-r 


135 152 166 


198 


214222 244 259 


272 


303 


!m/z~> ° 40 50 60 70 80 90 1 OoTl 0 120 130 140 150 160 170 180 190 200 210 220 230 240 250*260 2t0 280"290 300 


751379 . D 


Wed Jun 20 13:12:05 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751380.D 

ASD 

29 Oct 2010 3:02 


ASD 

80 

DRUGS 

RTE 


Abundance 

1400000! 

: 1200000! 

! iooooooI 


4(74 


TIC: 751380. D 


800000; 

600000; 


400000, 

200000 


3.96 


O',.- 


Time~> 2.00 2.50 

' 3.00 3.50 4.00 4.k> 5.00 

5.50 6.00 

6,50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.965 

437368 

21.90 

28.04 

4.742 

1559905 

78.10 

100.00 


751380,D 


Wed Jun 20 13:12:09 2012 


Page 1 


Folk OIG PRR 077060 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751380.D 

ASD 

29 Oct 2010 3:02 



Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.96 C:\DATABASE\NIST98.L 

Imidazo [ 2,1 -b] thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 ; 


60 


40 ! 


20 

i 42 ’ 

0 ~d ; i 

m/z-> 40 

Abundance 


80 


Average of 3:94m4.0Wm':75i 3M.D''O'.. 

148 


204 


73 


101 


121 


51 

; 89 





; 63 



, 131 140 : 


176 |, 


: . : ; 8 i j! J 

: 109 ; 

■ • 1 • r -1—j :• 

157 

| 187 

I^rrrTTT,. • i j = 


281 


50 60 70 80 90 100 DO 120 l3o 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


“#84039; Imic3azd(2,T-b]tftiazo!c, 2X5 r 84eTfahy(rro"-6-p!ienyl- 

2Q4 

148 


60; 


40! 


20; 


73 


101 


127 


89 


I 0 

m/z-> 40 


1171 


X. 1 . 

50 60 70 80 90 


176 

!i. 157 167 | 185 


ij 

!l; 


751380 .D 


, ..,,. •. •,.. . si i.,......... . . 

100 110 120 130 140 150 160 170 180 190 200 210 220_230 240 250 260 270 280 

Wed Jun 20 13:12:09 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751380.D 

ASD 

29 Oct 2010 3:02 


ASD 

80 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST9 8.L 


PK# RT Library/ID 


CAS# Qual 


2 4.74 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


8?> 


Average of 4.716 to 4.800 min.:75f3B'0.D"'(*) " 


80; 


182 


60 i 


40; 


94 


105 


20 


42 


51 


m/z-> ° 40 50 60 70 80 90 lOo’ 1i 0 120 130 140 150 160 170 1&' 190 200 210 220 230 240 250 260 270 25o2& 3^0 


67 


I ! 


122 


138 ^2 166 


198 


303 


272 

208 222 242 258 | 281289 


Abundance 

\ i 


8,2 


#29: COCAINE 


80 [ 


60: 


182 


105 


; 94 

40 : 

20; 42 Ml M 

i i 51 Ml ! li I 122 

ol, Ji,, IdtX : . jiij-i.. . hL t 1! 6 -. 


198 


214222 244 259 


272 


303 


m/z~> 40 50 60 70 80 90 100 1 i0 120 130 140 1160 170 180 190 200 210 220 230 240 250 2&) 270 280 2&Q 300 


751380 .D 


Wed Jun 20 13:12:10 2012 


Page 3 


Folk OIG PRR 077062 

























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\751394.D 

ASD 

29 Oct 2010 6:16 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


751394.D Wed Jun 20 13:12:24 2012 Page 1 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q4-2010\SYSTEM4\10 28 10\751395.D 

ASD 

29 Oct 2010 6:29 

COCAINE STD 

ASD 

95 

DRUGS 

RTE 

Abundance 

.. 

.TIC; 7513&TD . ' | 

; 1200000; 

4]74 



! ioooooo 



1 

: 800000! 

j 

j 

i 



i 

600000; 




400000: 




: 200000 

Q :.... . _ f — ... ... 

!i 



Time~> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.66 7,50 r 8.00 8.50 9.00 9.6o j 

Ret. Time 

Area 

Area % 

Ratio % 

4.741 

1342324 

100.00 

100.00 


751395.D Wed Jun 20 13:12:28 2012 


Page 1 


Folk OIG PRR 077064 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\751395.D 

ASD 

29 Oct 2010 6:29 

COCAINE STD 
ASD 
95 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance'"’ 


80 i 


82 


Average of 4.714 to 4T852 min.: 75T395.D {-) 

182 


60: 


40! 


94 


105 


20 i 


42 


51 


jm/z~> ° 40 50 eS 70 8^ 90 1 00 1 10 1 i0 l30 1 io 1 5CM6G 170 180 190 200 2 i 0 220 230 240 2$0 2& 270 JSo 200 300 


68 : :ii 


122 


135 


152 


166 


198 


303 j 


272 


209 222 242 260 n .u..,,! 


Abundance 


80 


82 


#29: COCAINE 


182 


60 i 


40 


94 


105 


' 42 

.i 

j j ; 



: \ 

! ; 51 

68 | 

ii 122 

!|| Li. 135 

152 166 

198 2?2 303 

i __ J 214222 244 259 ; ^ j. 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

751395.D Wed Jun 20 13:12:29 2012 Page 2 


Folk_OIG_PRR 077065 



















Area Percent / Libi~ary Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2010\SYSTEM4\10_28__10\7513 96 ,D 
ASD 

29 Oct 2010 6:43 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


751396.D 


Wed Jun 20 13:12:44 2012 


Page 1 


Folk OIG PRR 077066 













Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751397.D 
ASD 

29 Oct 2010 6:56 

OXYCODONE STD 
ASD 
97 

DRUGS 

RTE 


Abundance 
350000; 


TrC:751397xr 

6116 


3ooooo ; : j 

| 250000{ | 

: ! 

200000 ; : i 

150000! f 

100000■ i! 

! ! j| 

500001 jl 

Time-> ° 2 OO 2,50 3.00 3-50 4.00 4 50 5.00 5.50 &06 ' 6.50 ' 7.00 ^7.50 8.00 8.50 ~9j00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.157 

558776 

100.00 

100.00 


751397.D Wed Jun 20 13:12:49 2012 


Page 1 


Folk OIG PRR 077067 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\751397.D 

ASD 

29 Oct 2010 6:56 

OXYCODONE STD 
ASD 
97 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.16 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 4 


Abundance 


80 j 


Average of 6712"0TolT279 min.: "75T3977D" (-) 


315 


60' 


40 J 44 


70 


230 


115 


20 i Ji 

i I 55 i 


o- 

rn/z»> 40 60 £ 

Abundance 


128 


84 98 

i i ; I !' 


140 


201 





159 

187 

175 

: i. 

;l: • !'!• 


214 


258 


!.i : 


244 

: 

272 287 300 

140 ^160 

1^0 

2d0 

W 

‘240 

"260 

280 ’300 


327 355 


405 1 


1583; Oxycodone 


F1573 


315 


80 : 


60! 


40! 


20! 


70 


140 


230 

201 | 258 


185 


217 { 


m/z--> ° 40 60 80 100 120 140' 160 18cT 200 220 240 260280 360 320 3#0 360 3<Jo ' 400 

751397.D Wed Jun 20 13:12:50 2012 Page 2 


i 244 


281 


300 t 


Folk OIG PRR 077068 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\751300.D 

ASD 

29 Oct 2010 7:37 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 


TIC:7513'0'o:D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751300.D Wed Jun 20 13:13:12 2012 Page 1 


Folk OIG PRR 077069 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\747470.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 7:50 

Sample Name : HYDROCODONE STD 

Submitted by : ASD 

Vial Number : 100 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TTC: 747470.D 

: 5(77 

600000| 

I 500000| 1 

i ; I 

i 400000 

j 30000o! 

! ! 1 

200000 ! 

i I 

100000 j ij 


Ret, Time 

Area 

Area % 

Ratio % 

5.774 

856447 

100.00 

100 . 00 


747470.D Wed Jun 20 13:13:24 2012 Page 


Folk OIG PRR 077070 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747470.D 

ASD 

29 Oct 2010 7 i 50 

HYDROCODONE STD 
ASD 
100 
DRUGS 
RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

5.77 

C:\DATABASE\PMW_TOX2,L 





Hydrocodone 

000125-29-1 

90 



Codeine 

@ 000076-57-3 

10 



8-Chlorotheophylline ET 

000000-00-0 

9 


Abundance 


80: 


Average oT5:742 to 5:8T8“TfmT.: 747470TDT) 


209 


60 

i 42 

40 ; I 59 


20! 


242 


96 


115 


185 


70 


82 


128 


214 


228 


141 155 


199 


171 


i 1P5 ij 


256 270 284 


0 ■*', i ; !': ■ : - i '"j ! 14^ ' .TV- 1 - . 14 Hi : . | i I I ITff-Vr:-, . , T 1 ■ i 

m/z-->40 50 60 70 80 90 100 110 120 130 140 150 1 GO 170 180 190 2Q0 2 10 2l0 230 240 250 260 270 2fl> 290 300 31Q 3^0 330 
Abundance . *&*?**■ .¥2“38rRydr6cddone.“PT484 


331 ! 


#238;Ryd rocbdone. 


2?9 


SO! 


60 \ 


40; 


20! 


242 


59 


96 


m/z-> ° 40 50 60 70 8& 90 100 110 120130 140 150 160 170 180*l’5b2002“lb220230 240 250260 270280290 3&3103:20 330 1 


128 

| 


185 


214 


170 


198 


228 


284 


.;-j 


747470.D Wed Jun 20 13:13:25 2012 Page 2 


Folk OIG PRR 077071 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747476.D 

ASD 

29 Oct 2010 9:13 

BLANK 
ASD 
2 

DRUGS 

RTE 



i 


I 


| 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


747476.D Wed Jun 20 13:13:47 2012 


Page 1 


I 


Folk OIG PRR 077072 















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747477.D 

ASD 

29 Oct 2010 9:26 


ASD 

10 

DRUGS 

RTE 


800000; 

600000] 

i 

400000j 

i 200000 


TIC:T47477;D 

6116 



jTime~> 2,00 2.50 3.00 

3.50 4.00 4.50 5.00 

6.50 ’ 

6.00 

' 6.6o 7.66 7.50 8.(30 8.50 9.00 ' 9.66 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.164 

1654803 

100. 

00 

100.00 


747477.D 


Wed Jun 20 13:13:51 2012 


Page 1 


Folk OIG PRR 077073 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747477.D 

ASD 

29 Oct 2010 9:26 



DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.16 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000-00-0 4 


Abundance 


Average ore. 122 to 6:275"m)n.:T47"4771Tf> 


315 


80 i 


60: 


40; 


44 


20 ; 


70 


55 


115 


140 


128 


230 


201 

188 ! 


84 98 | I 7 159 175 i!| I; 216 


258 


■ ,:i; l.ji , j i ! :i : j I . 1150 hi . ■ ;i , p :j:j! ij: i| ! 244 

Oh . Jj'iv .J. . rJ+ ! *ii 4 l f, 1 i ■. 1 , 4 #!.:; ; • * 0 ; biu , . 


272 


286 


300 


U ; ■ : -v ... . l-j•! iV: i i>rtr t ■ j ,L r MH J f , T ‘ r I 'tfh- « *'rrV, ■■ : .. : :V: ■ , 

m/z-> 40 50 60 70 80 90 100 llO 120 130 140 150 160 170 180 190 2b0 210 220 230 240 250 260 270 280 290 300 310 

.PI 573“. - . . 


Abundance 


#583: Oxycodone. 


315 


80 i 


60; 


40- 


70 


230 


20 ' 


140 


201 


258 


185 


217 


244 


281 


300 


m/z~> 40 50 60 70 80 90 100 NO lio 130 140 150 160 170 180 190 26 b 210 220 230 240 250 260 27o 280 290 300 310 


747477,D 


Wed Jun 20 13:13:52 2012 


Page 2 


Folk OIG PRR 077074 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_2 8__10\74 74 78 .D 
ASD 

29 Oct 2010 9:40 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance ...““. irC:W478.D" 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


747478.D 


Wed Jun 20 13:13:55 2012 


Page 1 


Folk OIG PRR 077075 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28__10\747479.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 9:54 

Sample Name : 

Submitted by : ASD 

Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


'Abundance 

! j 

i 1400000; 
; 1200000 


TIC: 747I797D 
6 ) 17 


1000000 ! 

800000; 

600000; 

400000: 

200000 ! 


;Time--> 2,00 2.^0 

3.00 3.50 4.00 4.60 5.00 

5.50 6.00 

' 6.50 ' ' 7.00 ' 7.50 ' ' 8.00 8.50 9,00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

6.175 

3042875 

100.00 

100.00 


747479.D Wed Jun 20 13:14:00 2012 Page 1 


Folk OIG PRR 077076 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\747479.D 

Operator : ASD 

Date Acquired : 29 Oc t 2010 9:54 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2,L 
C:\DATABASE\NIST 9 8.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


6.17 C:\DATABASE\PMW_T0X2.L 
Oxycodone 


000076-42-6 


95 


Abundance 


Average orei221o“6;3B'5 m[r).:747-479:D {-] 


315 


80 ; 


60 ^ 


401 


70 


230 



42 



115 





! 



to 

o o 

| 

i 

i 

i 

! 55 

1 ; ;! 

:j I-!. !j 

, 84 

98 

128 

140 

! 161 
150 :M 

187 

175 n 

1 j- 1 ' • 

201 

! 

215 | 

244 

258 


40 

~60 

80 

100 

120 

140 160 

180 

200 

220_ 

240 

' 260 


272 


300 

286 j ||j 327 


355 


Abundance 


#5B"3: Oxycodone 


Pi 57T 


3|5 


80 i 


60: 


40; 


20: 


70 


! o'. r . 

;m/z-> 40 


747479.D 


140 


230 



i 

j 

201 

185 ! 217 

y i |i 

244 

258 

281 

300 

180 ’ 200 220 

, s i : 

240 

260 

280 

... t 4-, , .ilij-r-r- 

300 320 

14:00 2012 



Page 2 


Folk OIG PRR 077077 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\747480.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 10:07 

Sample Name : 

Submitted by : ASD 
Vial Number : 14 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
; 1200000 : 
! ioooooo : 

i 

| 800000j 
6000001 
4000001 

j 200000 ! 


TfCT7474B0;D 
6} 17 

i 



Ret. Time Area Area % Ratio % 

6.171 2496277 100.00 100.00 


747480.D Wed Jun 20 13:14:04 2012 


Page 1 


Folk OIG PRR 077078 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747480.D 

ASD 

29 Oct 2010 10:07 


ASD 

14 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.17 C:\DATABASE\PMW_T0X2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 2 


Abundance 


Average of 6.11976 ^293 min.: 7474BHD {-) 


315 


80; 


601 


40! 


i 42 


20 i i! 


70 


!! 55 


230 


115 


140 


201 


O' 

'm/z~>' 4 

Abundance 


98 

i 128 

! 

: | ;! 

159 

; .. i„ !i; . 

187 

175 ;i ! 215 

| r 244 

258 

272 287 

300 

I. , 

100 

120 140 160 

IfkT 200 220 240 

’ 2to 

280 

300 


i!j; 327 355 


#555: “Oxycodone."PT573" 


315 


80 ; 


60 - 


40; 


20 - 


; 0 -. r -- 

m/z-> 40 


70 


60 8b 


230 


140 


201 

185 | 217 


258 


244 


281 


300 


160 120 140 160 ' 180 260 ' 2^0 240 260 280 300 320 340 


747480 .D 


Wed Jun 20 13:14:04 2012 


Page 2 


Folk OIG PRR 077079 















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\S 

YSTEM4\10 28 10\747481.D 

Operator 

ASD 


Date Acquired 

29 Oct 2010 

10:21 

Sample Name 



Submitted by 

ASD 


Vial Number 

16 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 


TIC: 747481.D ! 

6 jie 

: 800000: 


] 

600000; 


;; 

400000; 


1 ; 1 

200000 

Q! ..... ... 


i ; ’ | 

• i ; 

T[me* : >_2.00 2.50 3j)0 

3.60 4.00 4.bo 5.00 ’ 5.50 ' 6.00 ’ 6.50 7.00 ' 7.50 8.00 8.50 9.00 9.50 




Ret. Time 

Area 

Area % Ratio % 

6.165 

1681323 

100.00 100.00 


747481.D Wed Jun 20 13:14:09 2012 Page 1 


Folk OIG PRR 077080 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747481.D 

ASD 

29 Oct 2010 10:21 


ASD 

16 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATARASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.16 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000-00-0 4 


Abundance 


80 


Average of 6.117 to 6:308“ min.: '74748TIXfT 


315 


60! 


40; 


44 


20 ; 


70 


i i 55 


230 


115 


140 


84 98 


128 


159 


201 
187 ! 

175 ! r j 215 


0 ; : : 


liili :i|iU,-,:iU . 1 -Mi-ii,!ih 


258 

244 272 300 




286 , J ; 327 355 


405 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 2^0 300 3^0 340 360 380 400 j 


Abundance 


80 ; 


60 : 


17583f Oxycodone 


PI 573 


315 


40; 


20 - 


70 


230 

i 


140 


Ot-,.. -.n = 


747481. D 


201 


| 

258 



i 1 

217 

1 \ 

j 244 

j 

281 

| 

300 

260 

220 

240 

260 

'280 

300 

14 : 

09 

2012 





Page 2 


460 j 


Folk OIG PRR 077081 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747482.D 

ASD 

29 Oct 2010 10:35 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


747482.D Wed Jun 20 13:14:13 2012 Page 1 


Folk OIG PRR 077082 

















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\10 

ASD 

29 Oct 2010 10:48 


ASD 

18 

DRUGS 

RTE 


28 10\747483.D 


Ttc^rvmj 

500000! 

i 4oooooi \ 

\ 300000; 

200000 I 

, : ! 

100000 ! 


irime~> °2.bo 2.50 3.00 3.50 4.6o 


4.50' 5.00 ' T50 Too ’To ’ 7.00 t50 


9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.773 

777138 

100.00 

100.00 


747483.D Wed Jun 20 13:14:18 2012 Page 1 


Folk OIG PRR 077083 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28__10\74 74 83.D 

ASD 

29 Oct 2010 10:48 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

18 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


1 5.77 

C:\DATABASE\NIST98.L 




Hydrocodone 

000125-29-1 

99 


Hydrocodone 

000125-29-1 

99 


Hydrocodone 

000125-29-1 

99 

Abundance 

Average of 5.741 to 5.874 iron.: 7474831 

>(-) 

299 

— 


80 


60 


40 


242 


42 


59 


96 115 






128 

20 


| 70 82 


| 141 

oUt,.... 


JiJ-l iijj 

hi ! ' 

| iJ-L*.; ;V! 

hn/z--> 20 

40 

60 80 100 

0 

-xr 

O; 

-CMi 

“t— 


185 


214 


228 


199 


170 


I 256 270 284 


i -:l r 



Abundance 


80 


WgVTIWTTyWocddone 


2f9 


60 j 


40! 


20 ! 


242 


42 


115 31 

0 • : U 


59 


96 

70 82 


115 


185 


128 


214 


228 


Ml 155 171 


199 


256 270 284 


m/z~> 20 40 60 80 100 120 140 160 180 260 220 240 260 280 300 320 340 

747483.D Wed Jun 20 13:14:19 2012 Page 2 


Folk OIG PRR 077084 


























Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747486.D 

ASD 

29 Oct 2010 11:29 

BLANK 
ASD 
2 

DRUGS 

RTE 


Ahimrlanrfi 1(0:747486.0 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


747486.D Wed Jun 20 13:14:35 2012 


Page 1 


Folk OIG PRR 077085 









Area Percent / Library Search Report 


Information fror 

rt Data File: 

File Name 

F:\Q4-2010\SYSTEM4\10 28 10\747487.D 

Operator 

ASD 

Date Acquired 

29 Oct 2010 11:42 

Sample Name 

OXYCODONE STD 

Submitted by 

ASD 

Vial Number ' 

97 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TICV747WXT ...| 


616 1 

• 400000; 


1 1 

i 300000; 

•| ' : 

j 200000 ; 

i 

:: i 

j 100000 

: i 

1 Q 1 . 

!; i 

Prime--? 2.60 2.50 3.00 

3. feO 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.^0 j 

Ret. Time 

Area Area % Ratio % 

6.156 

670177 100.00 100.00 


747487.D Wed Jun 20 13:14:39 2012 Page 1 


Folk OIG PRR 077086 











Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4 - 2 010\SYSTEM4 \ 10__2 8_10\74 7487 . D 
ASD 

29 Oct 2010 11:42 

OXYCODONE STD 
ASD 
97 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.16 C:\DATABASE\PMW JTOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000 - 00-0 22 


Abundance 


AveTage of6,11 STTo^lW min.: 747OTTJ(-) 


315 


80: 


60 : 


40 


20: 


44 


70 


55 


230 


115 


140 


201 


Abundance 


84 98 

: 128 

■ I: ;|il \ 

187 

159 171 !| 

It ■: ■ If 4 

■i■: l ! ‘ i ' . 

i 

216 

; 244 

258 

272 282 

300 

! 

Jj. 327 

355 

80 ICO 

120 140 160 180 

i py_ ( 

200 

220 

240_ 

260 

280 

300 

320 

340 


W58~3‘; Oxycodone 


-P1573 


315 


80; 


60; 


40 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747490.D 

ASD 

29 Oct 2010 12 : 31 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


747490.D Wed Jun 20 13:14:49 2012 Page 1 


Folk OIG PRR 077088 














Area Percent / Libraiy Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747491.D 

ASD 

29 Oct 2010 12:45 

HYDROCODONE STD 
ASD 
100 
DRUGS 
RTE 


Abundance 

i 600000 


TICf7474ST.'D 

5177 


500000! 
400000:' 
300000: 
200000 ' 
100000j 


!rime~> 2.00 2.50 

' 3.00 3.50 4.00 4.50 5.66 

sio 

6,bq' 

6.50 7.00 7.50 1 8.66 8.50 ' 9.00 ' 9.50 j 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.774 

869943 

100 . 

00 

100.00 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10__28_10\74 74 91 .D 
ASD 

29 Oct 2010 12:45 

HYDROCODONE STD 
ASD 
100 
DRUGS 
RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJTOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.77 


C:\DATABASE\NIST98.L 
Hydrocodone 
Hydrocodone 
Hydrocodone 


000125-29-1 

000125-29-1 

000125-29-1 


99 

99 

99 


Abundance 


so: 


Average df~5’. 742 to 511797m ri.: 74749X17 (-) 
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■ 128 
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70 
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i| 141 155 
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07 


? • . [ ; i 


228 


,:J.j L!i 


256 270 284 


327 355! 


m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 


80 : 


¥99416: Hydrocodone 
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20 f 
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42 


96 


115 


59 
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214 228 


s ?0 82 ; | 141 171 I T !,| ! :l 256 270 284 ! i 

,15 31 I! \ : | . i ! i 'V 155 171 . y 7 !:! , !/ [ [ 

Wz-> 20 40 60 80 100 120 140^160 180 2(56 220 240 260 280 300 320 340 ! 
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